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?5X1 




WORK RECORD 


A 


CONTRACT NO ^ RD-lZg, T.O. 3 
CONTRACTC® 


WORK ORDER NO. 


ISSUE DATE 20 March 1959 



25X1 


CHANOE 


JOB TllUE 

moRirr no. 


/ 


25X1 


.. —/ total CC8T 12^97.03 25X1 

subject to the avaiiShiiitJ of' funds. 


RB2UESTE3) CCHPMTION DATE . 55 day« after ^ntrac tora r«oalti t OR 

of this Work ordor« 

CONTRACTORS B8TIMATE!D COMPLETION DAIB iT-nTli 


WORK DESCRIPnOR: 

Pamoate wcelidng «nt*ifflafl as p«r the contractor's letter of peopoeal dated 
9 March 1959o Thla letter is designated as Attachaent I to this wlprk order #4.. 


EQUIPMENT SECURITy CLASS IPICATIOH 
CONTRACTOR'S ACCEPEAHCEi 


PHCLASSiyiED 



^^^^Bxgnature 


COHTRACTIHG ORFlCER'S 


DATE COMPLETED 



t ; 


25X1 


WORK ASSIGNED BT 


BY; PHONE 


VISIT 


WRITTEN TASK 


RBQUE8TINO DIVISION APPROVAL _ 
ENGINEERINO DIVISION APPROVAL 


CONTACT FOR RBQUESTIRG DIVISION 




25X1 


25X1 


25X1 
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i , ^ 

^ ^ ^ ^ 5 ^ - " 



. 



• Mudi 19 Qf I 


25X1 



In wlt k a xtm 9t of th* •Mrttiioo*t lo^MnUtioo, thm U 

leiwozdod korowitli Itoclmicol ond coot plot flxod foo propoool la 

tho of S24,3f7.03, includiag fixed foo. A dotoilod coot teookdMoi of 

this oMont it fovaiolMd m onelooiixo ( 2 ). It U ootlMtod that tho ontooMO 
ctn ho doiivozod vithiA f iftyfivo ( 95 ) doyt follovUifl rocolpt of • folly 
oxocotod ■•ll •• oothoolxotldft for 900 hm of prwiop 

P«y for Hf^^MNp***^^** iadieotod oa oaelooooo (2). 

with tho 


25X1 


It 1» uadorttood tiMt yoor ro^olxoMoto axo for o fooop of 
folloolap ponoxal opoolfioatloaoi 


4«6 kaci 8-10 kae 


Casa 1 •* Actaoth Covoxopo - 2?0* 

Pxopooacy - 1-2 kaci 2-4 kacf 
Pelaxixatloa - Hoxixoatal 
Output - 90 olM coaxial lino (Typo N conaoctox) 
Sizo - Baxiaai boipht - 23.6 Inchoa 



II - Aziauth Covoxapo - unl-dlroctional 
Froquoncy - 990 to 1100 ac 
roiarlzitlon - Morlxontal 

•Output - 90 rVz iln* ~ 'fO* K cjifieclot 

S' - Maxiouo haight - 2i«e jrv.nox 
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lot 


- 2 - 


9 mxtk 1999 


In MMitlon, thi* mUm» tlMll to to ■••m •# • wtov 

(MdMtal, npnntto to w«*to ewitotl, Md tto ptotttal toall to cMMtoto 
to • ro^o MiMith indicator to • Synchm fwtrator and falla«a mmttmmU 
Tho available pawar aovea ia 119 valto* dOO cyelac A«C« 2t valto 0*C. ia 
also available* 


An additional idetoical pedeetal, aentrel bw and indicator, laaa Mtonna, 
it alee required* 

Caee III - Aainutb Cavarife - 270^ 

Frequency - 9Q0 - 1100. aa 
PolerUatian - bariaantol 

Output - 90 eta eaajtial line (Ty^ V eennaetar) 
tiae - toatota toitot - 23.9 inalne 

Casa XV - Acinutb Cavarafe - ennidirectienal 

Frequency - 90 to 100 aei 129-490 nc 

Felariaaticn - Vertical ' 

Output - 90 eta caaxial line (Type M cannectar) 

Sire • tort— toitot • 93*6 inctoa 


By notual aareenent, aainutb ca varaoe ia definad aa tta baaaaidlb af 
^ free apkTpattoin af tto antonna at natonal 
relative paner laeal canid vary Iran 3 db to 10 to‘at tot tdfto tf 
the cev e rafe reqita and atill to aacaptabla* toara aaaaaanyt' 
cevereqe nay to atoninto to toa uto af tua ar nara it a n naa 
aoaroari ato eectar aalaatod axtacnally* (toitabint nat «^iad to 

f ■ • ■ .. . 

Elevatian ca ve re pa ia nat apaaifita* It ia.todatitotd ttat fato^ 
coveraae fran bariaan ia in ta nda d i 

Minimni electrical toato to datamina prepar aparatian af aaab ant aana 
•re to to nada* Tbia nauld, in p an ara l, include pattom, tain and VM 
M«turenente at tto ende and cantor af eecb fr i p tia r y band* to anviraanantol 
teste ere to to parfaraad* 


Bectuee ef tbe extraaa urta ncy af tto 
delivered ara anfinaaTlnt nadala* Ttora era 
finiebea required* Tto antonnaa ara to to r 
sketdiee, eto aa drauiati ar raparta ara to 
copy of pertinent tact data irilll to atoPito^ 

Sufanitted ee enclaaura (3) ia 
•nticipetad netbad af aaaip ll ab l at tto 
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To? 


9 luch 1999 


This proposal aoy kt cmsUsvM fin for • f«rlsd tf aiMty (90) 4sys fxm 
tht dots of this lottor. 


In tho 

•sssntisl 
givon 


is mm*4t4 this ftrticular 
tho tsns^ and ssaiitions ss ovtlinsd in 
in tiM propsntUn of s 


that 

soriotts consld sr stlsn 


• it is 
snclotnts ( 1 ) ho 


Ns spproeiato tho ippirtnity tf sshnittinf fids p t spsis U sad in tht tvtnt 

sny odditiooal inftnttisn it iMind» pltttt ndtitt* 

Hwf tnly ywM» 



25X1 


25X1 


25X1 
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- The c?;praxinatfc ..ri^ur»tion of this type antenna 

’’if-ure IB, 
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